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SECTION 3. Repeal.-All acts or parts of acts inconsistent here-
with are repealed.
SECTION 4. Time effective.-This act shall take effect upon ap-
proval by the Governor.
Approved the 14th day of May, 1960.
(R'002, S725)             No. 1012
An Act To Amend Act 414 Of 1959 Relating To The Lower
Florence County Hospital District, So As To Delete Therefrom
The Provisions For Petitions And Referendums For Inclusion
In The District.
Be it enacted by the General Assembly of the State of South Carolina:
SECTION 1. Section 1 of Act 414 of 1959, amended-the Lower
Florence County Hospital District created-area.-Section 1 of
Act 414 of 1959 is amended by striking the proviso so that when
amended the section shall read as follows:
"Section 1. There is hereby created in Florence County a hospital
district to be known as "The Lower Florence County Hospital Dis-
trict" which shall include the area situate south of Lynch's River
in Florence County."
SECTION 2. Repeal.-All acts or parts of acts inconsistent here-
with are repealed.
SECTION 3. Time effective.-This act shall take effect upon ap-
proval by the Governor.
Approved the 24th day of May, 1960.
(R1058, H2584)            No. 1013
An Act To Make Appropriations For Ordinary County Pur-
poses For Florence County For The Fiscal Year Beginning July
1, 1960, And Ending June 30, 1961; To Provide For The Ex-
penditure Thereof And To Levy A Tax For The Payment
Thereof.


